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22 September 1975 


MEMORANDUM FOR: Deputy Director of Security (PSI) 


SUBJECT : Man Hours Expended By The Office of Security 
In Response To Requests By The Senate Select 
Committee And the House Select Committee 


1. Estimates of man hours expended by Office of Security 
personnel in response to the Congressional committees’ requests 
are noted below by Directorate: 


Directorate of Personnel Security 


and Investigations......-..++-- 5,973 
Directorate of Policy and Manage- 
MON bid vw eed Cena od RAO Ree EWES 1,628 
Directorate of Physical, Technical, 
and Overseas Security......---- 216 
Office of Director of Security....... 640 
Total.......- 8,457 


2. It was not possible to specifically separate man hours 
expended on Senate Select Committee requests from House Select 
Committee requests. However, it is estimated that of the total 
man hours listed above, approximately 75% of the man hours 
expended were concerned with SSC requests and 25% with HSC 
requests. 


3. Accordingly, estimated man hours break down roughly 
as follows: 


Senate Select Committec.....--eeeeees 6,342 
House Select Committee......seeeeeees 2,114 
25X1 


4. The foregoing is submitted for your information. 


Security Analysis Group 


CONFIDENTIAL mz 
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